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Message Text 

UNCLASSIFIED 

PAGE 01 DAMASC 00898 151601Z 
ACTION COME-OO 

INFO OCT-01 NEA-10 ISO-OO EB-08 PASS-00 AS-01 /020W 

151612Z 049776/46 

R 090804Z FEB 77 
FM AMEMBASSY DAMASCUS 
TO SECSTATE WASHDC 1686 

UNCLAS DAMASCUS 00898 

E.O. 11652: N/A 
TAGS: BEXP, SY 

SUBJECT: CENTRAL PIVOT IRRIGATION SYSTEMS 

TO: INTERNATIONAL SALES DEPARTMENT 
LINDSAY MANUFACTURING COMPANY 
LINDSAY, NEBRASKA 

HAVE RECEIVED BROCHURE PACKAGE FROM MR. JOSEPH FRASER, THOMAS 
H. MINER & ASSOC., AND HAVE PASSED SAME TO FAO RESREP ADNAN 
SOGHAIER. MR. SOGHAIER HAS PASSED SAME TO MINISTRIES OF 
AGRICULTURE AND OF EUPHRATES PROJECT AND IS PREPARING PROGRAM 
FOR YOUR VISIT. WOULD APPREICATE BEING ADVISED SOONEST OF 
DATES YOUR VISIT TO SYRIA (BUT SUGGEST NO EARLIER THAN 25 
FEBRUARY). FURTHER, WISH TO INFORM YOU THAT THE UNION OF ENGINEERING 
INDUSTRIES, SUPERVISORY ORGANIZATION FOR EUPHRATES TRACTOR 
PLANT INTERESTED IN ASSEMBLING AND/OR PRODUCING CENTER PIVOT 
IRRIGATION SYSTEMS AND OTHER AGRICULTURAL EQUIPMENT LOCALLY 
AND HAS IMPORTED SEVERAL PIECES INCLUDING ONE CENTRAL PIVOT 
SYSTEM (400 METERLENGTH) FOR DEMONSTRATION PURPOSES. MR. MUHAMMAD 
EL-DEEK GENERAL DIRECTOR OF UNION IS INTERESTED IN PURSUING THESE 
POSSIBILITIES WITH LINDSAY AS WELL; HE ESTIMATES SYRIAN 
MARKET FOR CENTER PIVOT IRRIGATION SYSTEMS AT POSSIBLE 
5000 UNITS. /S/ PATRICK N. THEROS, ECONOMIC/COMMERICAL 
OFFICER. 

AMERICAN EMBASSY 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 DAMASC 00898 151601Z 

DAMASCUS, SYRIA 
MURPHY 

NOTE BY OC/T: PASSED ABOVE ADDEE 
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Disposition Event: 
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Drafter: n/a 
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Expiration: 
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ISecure: 1 
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